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Subject: Contract No, AF33(600)-36373 


foo riPf Py). 
Gentlemen: pee Se ea arin: Ws Sl REVIEWER: 037169 


Your Purchase Order No. FEC 1-250001 issued to BB 25X1A 
effective 2/1/58 has been 

reviewed and ig acceptable with the understanding thet the 

work to be performed and the resulting report will not in- 

volve any classified information. In the event classified 

information is involved please call this office immediately 

for guidance in the matter, 


Your Purchase Orders for the following equipment are 
hereby approved. It is waderstood that at completion of the 
‘contract the equipment may or may sot have been incorporated 
dato deliverable material : 


25X1A 


Order 1~081633 placed with Hewlett-Packard 
for 1 Waveguide Tumer #870-A. $225.00 each. 
Delivery April 15, 1956. 


Order 1-08483) placed with Waveline, Inc. for 
1 BeBand X-tal Mount ~ Model 216. $200.00 each. 
Delivery April 1, 1958. 


The three purchase orders mentioned above are approved 
as allowable itema of costs wader the subject contract. 


Ve truly yours 
Ese : 


Aduiuistrative Contracting Officer 
PS Ve DIT :HLipr 
Distr: 
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